


INDEX 1978 Nos 76-79 





Articles 


An approach to practical load histories for 
fatigue testing relevant to offshore struc- 
tures L P Pook 76.22 


Digital frequency analysis of engineering 
signals R Williams and B S Gabri 77.3 


The effect of sheet thickness on flight 
simulation fatigue crack propagation in 
2024-T3, 7475-T761 and mill annealed 
Ti-6A1-4V R J H Wanhill 77.27 


Economics of 
F Bayley 79.3 


plastics in packaging 


The effectiveness of a partial-wall laminar- 
flow system with special regard to air 
supply temperature W Whyte’ and 
P V Bailey 79.29 


Expanding polyethylene as a cushioning 
material G Wear 78.19 


Fatigue crack growth in platform structures 
W D Dover 78.3 


Fatigue design and development 
R G Bathgate 79.33 


Long term aging of rubbers R C W Moakes 
and R H Norman 78.13 


Obtaining good results from an experiment- 
al modal survey E L Peterson and 
A L Klosterman 76.3 


practical approach to the environmental 
testing of coatings and adhesives as 
used in aircraft manufacture P Albericci 
76.13 


Report on SEECO 78 Frank Sherrat 79.41 


Environmental engineering today SEECO 79 
79.17 


A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions R K Jain, B K Saxena 
and M Rai 77.17 


Authors 


Albericci P A practical approach to the 
environmental testing of coatings and 
adhesives as used in aircraft manufacture 
76.13 


Bathgate R G Fatigue design and develop- 
ment 79.33 


Bailey P V (and W Whyte) The effective- 
ness of a partial-wall laminar-flow system 
with special regard to air supply tem- 
perature 79.29 


Bayley F Economics of plastics in packag- 
ing 79.3 


Dover W D Fatigue crack growth in platform 
structures 78.3 


Gabri B S (and R Williams) Digital fre- 
quency analysis of engineering signals 
77.3 


Jain R K (and B K Saxena and M Rai) 
A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions 77.17 


Klosterman A L (and E L Peterson) Obtain- 
ing good results from an experimental 
modal survey 76.3 


Moakes R C W (and RH Norman) Long 
term ageing of rubbers 78.13 


Norman RH (and R C W Moakes) Long 
term ageing of rubbers 78.13 


Peterson E L (and A L Klosterman) Obtain- 
ing good results from an experimental 
modal survey 76.3 


Pook L P An approach to practical load 
histories for fatigue testing relevant to 
offshore structures 76.22 


Rai M (and R K Jain and B K Saxena) 
A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions 77.17 


Saxena B K (and R K Jain and M Rai) 
A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions 77.17 


Wanhill R J H The effect of sheet thickness 
on flight simulation fatigue crack propa- 
gation in 2024-T3, 7475-T761 and mill 
annealed Ti-6A1-4V 77.27 


Wear G Expanding polyethylene as a 
cushioning material 78.19 


Whyte W (and P V Bailey) The effective- 
ness of a partial-wall laminar-flow system 
with special regard to air supply tem- 
perature 


Williams R (and B S Gabri) Digital fre- 
quency analysis of engineering signals 
77.3 


Books 


Composite materiais and their use in struc- 
tures J R Vinson and Tsu-Wei Chou 


Energy, resources and policy Richard C Dorf 
79.14 


Resources environment and economics 


Robert V Ayres 79.14 


Theory and practice of engineering with 
rubber P K Freakley and A R Payne 79.14 


Thermal comfort P O Fanger 77.32 


Thermodynamic network analysis of bio- 
logical systems J Schnakenberg 76.21 


Features 


Environmental Engineering News 78.28 

‘New applications in packaging technology’. 
Packaging Group One-Day Symposium 
78.25 


New Society President 79.13 
SEE 1978 Annual General Meeting 77.23 
SEE Winter Programme 1978 - 79 78.23 


SEECO 78 Applications of Computers in 
Fatigue 76.19 79.41 


SEECO 79 Environmental 
Today 78.23 79.17 


Engineering 





Forthcoming Courses 


Designing for Reliability — Techniques and 
Practices for the Engineer and Manager. 
Training course at Bournemouth 5-8 
February, 1979. Details: Plessey Assess- 
ment Services Ltd, Titchfield, Fareham, 
Hants. PO14 4QA. Tel: Titchfield 43031. 


Condition Monitoring and Fault Diagnoses 
in Engines and Machines. A short course at 
Loughborough 2-6 April, 1979. Details: 
Loughborough University of Technology, 
Department of Transport Technology, 
Loughborough, Leicestershire, LE11 3TU. 
Tel: Loughborough 63171. 


Physical Techniques for the Investigation 
of Corrosion. One day meeting 10 April 


44 journal of the society of environmental engineers — December 1978 


1979 at University of Leeds. Dr F H Stott, 
Corrosion and Protection Centre, UMIST, 
PO Box 88, Manchester, M60 1QD. Tel: 061- 
236 3311 Ext 2103. 


Implementing the Control of Pollution Act. 
Residential seminar at School for Advanced 
Urban Studies, University of Bristol, 5-7 
March, 1979. Course Secretary SAUS, 
Rodney Lodge, Grange Road, Bristol 
BS8 4EA. Tel: Bristol 311117. 








INDEX 1978 Nos 76-79 





Articles 


An approach to practical load histories for 
fatigue testing relevant to offshore struc- 
tures L P Pook 76.22 


Digital frequency analysis of engineering 
signals R Williams and B S Gabri 77.3 


The effect of sheet thickness on flight 
simulation fatigue crack propagation in 
2024-T3, 7475-T761 and mill annealed 
Ti-6A1-4V R J H Wanhill 77.27 


Economics of 
F Bayley 79.3 


plastics in packaging 


The effectiveness of a partial-wall laminar- 
flow system with special regard to air 
supply temperature W Whyte’ and 
P V Bailey 79.29 


Expanding polyethylene as a cushioning 
material G Wear 78.19 


Fatigue crack growth in platform structures 
W D Dover 78.3 


Fatigue design and development 
R G Bathgate 79.33 


Long term aging of rubbers R C W Moakes 
and R H Norman 78.13 


Obtaining good results from an experiment- 
al modal survey E L Peterson and 
A L Klosterman 76.3 


practical approach to the environmental 
testing of coatings and adhesives as 
used in aircraft manufacture P Albericci 
76.13 


Report on SEECO 78 Frank Sherrat 79.41 


Environmental engineering today SEECO 79 
79.17 


A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions R K Jain, B K Saxena 
and M Rai 77.17 


Authors 


Albericci P A practical approach to the 
environmental testing of coatings and 
adhesives as used in aircraft manufacture 
76.13 


Bathgate R G Fatigue design and develop- 
ment 79.33 


Bailey P V (and W Whyte) The effective- 
ness of a partial-wall laminar-flow system 
with special regard to air supply tem- 
perature 79.29 


Bayley F Economics of plastics in packag- 
ing 79.3 


Dover W D Fatigue crack growth in platform 
structures 78.3 


Gabri B S (and R Williams) Digital fre- 
quency analysis of engineering signals 
77.3 


Jain R K (and B K Saxena and M Rai) 
A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions 77.17 


Klosterman A L (and E L Peterson) Obtain- 
ing good results from an experimental 
modal survey 76.3 


Moakes R C W (and RH Norman) Long 
term ageing of rubbers 78.13 


Norman RH (and R C W Moakes) Long 
term ageing of rubbers 78.13 


Peterson E L (and A L Klosterman) Obtain- 
ing good results from an experimental 
modal survey 76.3 


Pook L P An approach to practical load 
histories for fatigue testing relevant to 
offshore structures 76.22 


Rai M (and R K Jain and B K Saxena) 
A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions 77.17 


Saxena B K (and R K Jain and M Rai) 
A study of weathering behaviour of glass 
fibre reinforced polyester sheets under 
tropical conditions 77.17 


Wanhill R J H The effect of sheet thickness 
on flight simulation fatigue crack propa- 
gation in 2024-T3, 7475-T761 and mill 
annealed Ti-6A1-4V 77.27 


Wear G Expanding polyethylene as a 
cushioning material 78.19 


Whyte W (and P V Bailey) The effective- 
ness of a partial-wall laminar-flow system 
with special regard to air supply tem- 
perature 


Williams R (and B S Gabri) Digital fre- 
quency analysis of engineering signals 
77.3 


Books 


Composite materiais and their use in struc- 
tures J R Vinson and Tsu-Wei Chou 


Energy, resources and policy Richard C Dorf 
79.14 


Resources environment and economics 


Robert V Ayres 79.14 


Theory and practice of engineering with 
rubber P K Freakley and A R Payne 79.14 


Thermal comfort P O Fanger 77.32 


Thermodynamic network analysis of bio- 
logical systems J Schnakenberg 76.21 


Features 


Environmental Engineering News 78.28 

‘New applications in packaging technology’. 
Packaging Group One-Day Symposium 
78.25 


New Society President 79.13 
SEE 1978 Annual General Meeting 77.23 
SEE Winter Programme 1978 - 79 78.23 


SEECO 78 Applications of Computers in 
Fatigue 76.19 79.41 


SEECO 79 Environmental 
Today 78.23 79.17 


Engineering 





Forthcoming Courses 


Designing for Reliability — Techniques and 
Practices for the Engineer and Manager. 
Training course at Bournemouth 5-8 
February, 1979. Details: Plessey Assess- 
ment Services Ltd, Titchfield, Fareham, 
Hants. PO14 4QA. Tel: Titchfield 43031. 


Condition Monitoring and Fault Diagnoses 
in Engines and Machines. A short course at 
Loughborough 2-6 April, 1979. Details: 
Loughborough University of Technology, 
Department of Transport Technology, 
Loughborough, Leicestershire, LE11 3TU. 
Tel: Loughborough 63171. 


Physical Techniques for the Investigation 
of Corrosion. One day meeting 10 April 


44 journal of the society of environmental engineers — December 1978 


1979 at University of Leeds. Dr F H Stott, 
Corrosion and Protection Centre, UMIST, 
PO Box 88, Manchester, M60 1QD. Tel: 061- 
236 3311 Ext 2103. 


Implementing the Control of Pollution Act. 
Residential seminar at School for Advanced 
Urban Studies, University of Bristol, 5-7 
March, 1979. Course Secretary SAUS, 
Rodney Lodge, Grange Road, Bristol 
BS8 4EA. Tel: Bristol 311117. 





